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Vulcan, The Iron Man, weighing 60 tons, is o 
the largest cast-iron statue in the world, and, £ 
with the exception of the statue of Liberty, °. 
the highest statue in America. It was made 5 
to represent Birmingham at the St. Louis ex- 
position in 1904, and was recently moved to 
its present location on the top of Red Moun- ^ 
tain. “ 
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B-25—Rear View of Vulcan , 
showing Waterfalls and Pools , 
Birmingham , Ala. 


